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However, to my” iRhowledge , none of ‘these reports actually indicated precise 
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1. Ican state definitely that the ea cee HON BE na eR eneral 
Willoughby were not channeled through this office. The Daily intelligence 
summaries which are passed on EA in Washington are the only intelligence 


reports this office received from G-2. 





2. The officer in theatre intelligence responsible for analyzing 
intelligence reports from Korea has informed me unofficially that both the 
25 June and 26 November 1950 attacks were complete tactical surprises to 
this command. It is possible to draw conclusions that the invasions were 
potentiglly imminent in looking back over theraw intelligence reports fate 
originating witkeG-2, FED, clandestine nets in Korea and FRU/FEC reports. <4, 






information such as would have been received had there been an actual 
penetration of the North Korean Army Headquarters or the CCF Peanauar vere 


apes 


3. The most reliable G~2 intelligence analysts have" nformed=ab shat 
there has been a reluctance in the past on the part of theater intelligence 
G~2 to place credence in the raw reports which came out of Korea both from 
FRU and KLO, the latter being Willoughby's nets, and this reluctance led to 
a blind spot which made accurate forecasting very difficult. 


4. It is known that General Willoughby has made a re-examination of 
these raw reports, and from this deductions as described in your reference 
cable could possibly be made now. It is understood that raw KLO reports 
were transmitted to the Department of the Army in addition to the Daily 
Intelligence Summary. 

5. Brig. Gen. Louis Fortier was Chief of theater intelligence, G-2; 
FEC, during all this period and was responsible for the analysis of reports 
discussed above. : 
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